#1011  —  Protestant  Chapel  and  Jewish  Synagogue, 
St.  Lawrence  State  Hospital,  Ogdensburg,  N.  Y. 
Built  by  public  subscription  and  dedicated  November, 
1958  on  the  grounds  of  the  first  100  percent  Open 
Door  mental  hospital  in  the  United  States. 

(Kinney  Drug  photo) 


A 


^Po&t  Gari 


36361 -C 


dn  0&-rZ.B.  PRESS,  INC. 

wtST  NVACK,  NEW  YOFIX 


